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STATINTL 


EXHIBIT NO. L_ 

FROM. Baird-Atomic, Inc. 


HF-CT-69 1 


TO CONTRACT. 

DATE March 5, 1958 



Page I of 2 pages 



(CONTRACTOR) 


(CONTR ACTINB OFFICER) 


ITEM 

NO. 

PART 

NO. 

11 

NOMENCLATURE 

QUANITY 

— 

UNIT PRICE 

TOTAL PRICE 

4. 

BA-AR44- 196 

Mirror, half silvered 

3 

12 . 00 

$6c00 

9 0 * 

BA-AR44-353K 

0 Ring, size 2-132 

16 

M -00 

516.00 

!4o* 

BA-AR44-423 

Lens paper 

30 

11 .25 

537.50 

15o* 

BA-AR44-424 

Lubricant, alcoa 

5 

►1.75 

58.75 

16c* 

BA-AR44-425 

Grease, dow coming *33 

5 

55.35 

526.75 

17 0 * 

BA-AR44-426 

Cement, EC800 

6 

>2.35 

514.10 

18 0 * 

BA-AR44-427 

Weatherstrip, adhesive 

6 

2.00 

512.00 

19.* 

BA-AR44-428 

Cement, EPolac *133 

12 

114.40 

5172.80 

20** 

BA-AR44-429 _ 

Cleaner, lens 

_ 12 

>1 .90 

522.80 

21 o 

BA-AR44-439 

Thermostat 

8 

13.15 

-gr • 

525. 20 

22. 

BA-AR44-7 

Lijjht socket, ass^ 

10 

>12,75 

5127.50 

23. 

BA-BR44- 1 0 1 

Coupling, sleeve 

1 

>44.60 

544.60 


t 
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1IBIT NO. i TO CONTRACT hf-ct- 6 91 
OAT E March 5, 1958 


{CONTRACTING OFFICER) 


ITEM 

NO. 

PART 

NO. 

NOMENCLATURE 

QUANITY 

UNIT PRICE 

TOTAL PRICE 

26. 

BA-BR44-2 

Dial Assy, relative bearing 

2 

$42.25 

$84.50 

28. 

BA-BR44-3 

Dome Assy 

2 

$743.00 

$1486.00 

29..* 

BA-BR44-303 

Clamp, roof mirror housing 

14 

$7.00 

$98.00 

32.* 

BA-BR44-40 

Thermostat bubble assy 

7 

$260.00 

$1820.00 

33. 

BA-CR44- 15 

Reticle and field lens assy 

1 

Note 

2 

35.* 

BA-CR44-457 

Viewing assy 

4 

$86.65 

$346.60 









Jiole. J : _Not truly representative price , since so 

me of the mah 

»rinl required 




was drawn from B* O. W* 

... . _ .. ^STATLfc 

ITL - 





v — — — — Vi? r rV i rl 

Note 2: Cancelled by telecon between 






* A 






^ 

GRAND ' 

OTAL 

$4349.10 


:es are fair and reasonable and this exhibit IS HEREBY APPROVED Y 0 n 
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